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AGIA ARIF... 





Be prepared; Puri Maha Jawad 





SRC Pradeep Jena's presmit on possible storms. The epicenter 
was reported below the Pacific Ocean floor, however; no 
tsunami alert was issued. Light to moderate winds are expected 
in the next 10 hours. It is located 760 km from Paradip. The 
maximum wind speed can reach 60 to 110 km / h. The epicenter 
was reported below the Pacific Ocean floor, however; no 
tsunami alert was issued. 


The worst affected areas are Ganjam, Puri, Khordha, Kendrapara 
and Jagatsinghpur. In Puri and Jagatsinghpur, winds will reach 
100 km per hour. There will be more rain tomorrow. The Audraff 
team will travel to Jagatsinghpur and Purl. 


Ganjam, Puri, Chilika adjoining areas have been asked to 
evacuate people from mud houses in the Cuttack Niali area. The 
district attorney's office will monitor the situation. After a 
temporary power outage. People are advised to collect water 
för 2 Gays. 
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